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[Abstract:] Request letter of recommendation returned. 

June 15, 1893 
Col. O.C. Bosbyshell: 

Sir 


As you hold my letters of recommendation I would be very much oblige to you if you 
will return them to my address. Unless there is vacancy or a position you can give, one I would 
be too thankful to you. I have been out of a position since Feb. 14th fell on the ice and injured 
my-self which incapacitated me from the work I was doing as there was so much heavy lifting 
connected with it & the Dr. thought I had better not take up the work again. Although I am very 
much better at present and if you can do anything in my behalf it will be very much appreciated 

Respectfully yours, 

Kate C. Rogers 
Care of Miss M. Reeser 
4223 Parrish St. 

West Philada. Pa. 



